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the cloth and testing the ash. H. Wislicenus found
that it was necessary to first treat the cloth with
hydrochloric acid and water to free it from all sul-
phur compounds which it might contain. The detec-
tion and determination of the sulphuric acid is carried
on by first incinerating the cloth and then fusing a
part of the ash with sodium carbonate to transform
the barium sulphate into sodium sulphate and barium
carbonate. The sodium sulphate is then extracted
with water, and the sulphuric acid is determined
iu the usual manner by precipitation as barium
sulphate.
8.   Nitroc/en
Up to the present time no convenient and accurate
method for determining free nitrogen is known.